C6: 60: iN? So. On aH. CSS NOY 


owwnenbdsn dD DS DS NHS NY NS NY &S &F& KF FSF FSF FSF FEF FEF SF ok 
NOD Re". OnO (60. FS SS Cte OS: ND SO CO Sh eS SOT em. On OND et tS 








BILL NO. S-86-10-a7 


SPECIAL ORDINANCE NO. S- /d /- L 


AN ORDINANCE approving City Utilities 
Purchase Order #A-54414, by the 

City of Fort Wayne, Indiana, by 

and through its Department of Pur- 
chasing and W & W/HPT Equipment 
Company, for the Filtration Plant. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That City Utilities Purchase Order #A-54414, 
between the City of Fort Wayne, by and through its City Utilities, 
and the Department of Purchasing with W & W/HPT Equipment Company 
for the Filtration Plant, respectfully for: 

the purchase of two (2) torque 

flow pumps for the Filtration Plant; 
involving a total cost of Eleven Thousand Nine Hundred Sixty 
and No/100 Dollars ($11,960.00), all as more particularly set 
forth in said Purchase Order, which is on file in the Office 
of the Department of Purchasing, and is by reference incorporated 
herein, made a part hereof, and is hereby in all things ratified, 
confirmed and approved. 

SECTION 2. That this Ordinance shall be in full force 


and effect from and after its passage, and any and all necessary 


approval by the Mayor. 
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Passed and adopted by the Common Council of the Cty Of: Port 


Wayne, Indiana, as (ANNEXATION) ——_{APPROPREATION)——_{GENERAL 
(SPECIAL) (ZONIMG-MAP) ORDINANCE (RESOLUTION) NO. 
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P.O. Box 55247 INDIANAPOLIS, INDIANA 46205 317/849-7942 


September 8, 1986 E 


Mr. Larry Deibert 

Three Rivers Filtration Plant 

One Main Street - City County Bldg. 
Ft. Wayne, Indiana 46802 


Re: Lime Sludge Pumps 
Larry: 


Jane in Purchasing asked that you receive the enclosed information on 
Wemco pumps for lime sludge at the Three Rivers Filtration Plant. 

The existing pumps are Wemco 4 x 4 Model WP with hi chrome construction. 
Wemco no longer offers hi chrome and could provide stainless steel. As a 
second alternate, we recommend ni-hard construction which was installed 
by the Huntington Water Plant about eight years ago on lime sludge. 

The ni-hard is less expensive than stainless (or hi chrome). We also 
recommend the longer "WPL" style in lieu of the "WP" design originally 
furnished to lower the pump casing. Specifications and drawings for the 
ni-hard Model CE WPL and stainless steel: Model E WPL are enclosed. 
Pricing for each is as follows: 


One (1) Model E 4 x 4 x 9 WPL Wemco Torque Flow with stainless steel 
wetted parts... $13,460 


K Ore (1) Mocel CE 4 x 11 WPL Wemco Torque Flow with ni-hard 
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wetted parts... $5,980 


can handle 500 gpm at 55' TDH and would include a 20HP 
1750 RPM, )ODP motor. 


Please call if you have any questions. ) 
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Complete Water Treatment and Water Pollution Control Equipment 





TITS 
+ DIGEST SHEET 
TITLE OF ORDINANCE: SPECIAL 
DEPARTMENT REQUESTING ORDINANCE: PURCHASING VI b7O-X7 
SYNOPSIS OF ORDINANCE: 
An ordinance approving City Utilities Purchase order #A-54414 


with respect to the purchase of two (2) torque flow pumps 
for the Filtration Plant. 


EFFECT OF PASSAGE: 
Purchase of pumps are to replace #1 and #3 sludge pumps in 


plant #2 at the Filtration Plant. Current pumps were installed 
prior to 1956, and are too costly to maintain. 


EFFECT OF NON-PASSAGE: 


The plant would not be able to pump sludge from the plant, 
requiring a permanant plant shut down. 


MONEY INVOLVED (Direct costs, Expenditures, Savings): 
W&W/HPT Equipment Company A-54414 $11,960.00 


ASSIGNED TO COMMITTE (President): 
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REPORT OF THE COMMITTEE ON CITY UTILITIES 
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LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID (ORDINANCE) 
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SANDRA E. KENNEDY 
CITY CLERK 


